r ae) P ; ~ TN MY). ad oy, ; a 
Ailint of the Cited States at Abiladelphia, 
MELTING AND REFINING DEPARTMENT, 


Philadelphia, $ tre Moy, pce CO 


Hie, 
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Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

May 8, 1880 


Sir, 


I regret to observe that a structure is being built over a locality most useful for ventilating 
our overheated melting rooms in summer. I doubt not that the structure is needed, but in behalf 
of the melters and those working around the furnaces, I respectfully protest against the location, 
believing that another and unobjectionable place can be found. The special work of the new 
room has always been on the Coiner’s side, and it might be erected in the precisely 
corresponding locality of the Coiner’s side, where there are no furnace rooms below that need 
ventilation in summer. It might also be erected immediately North of the large stack on the 
middle of the roof, and interfere with no existing arrangement or necessity. 


Very respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden 
Superintendent. 


